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SUMMARY 


An investigation has been made in the Langley high-speed 7- by 
10-foot tunnel through a Mach number range of 0.4l to 0. 96 to determine 
the effects of external- store fineness ratio, store shape, store chord- 
wise position, pylon thickness, pylon length, and pylon sweep angle on 
the aerodynamic characteristics of a number of underwing pylon-suspended 
external stores in combination with a 45° sweptback semispan wing and 
fuselage. The Reynolds number range of this investigation was from 

about 0.50 X 10 to 0.75 X 10^. The store profiles corresponded to 
NACA 65A-series bodies of revolution, the pylons were NACA 64A-series 
airfoil sections, and the wing was an NACA 65 AOO 6 airfoil section 
parallel to the free stream. 


The results showed that in the range of external- store fineness 
ratios investigated (4 to 12 ) and for the particular mounting used in 
this investigation, the lowest installation drag per unit of store volume 
was obtained with a store of fineness ratio 8 . Variations in pylon 
length showed that for a particular chordwise location of the store and 
pylon, the least interference drag was obtained with a pylon of about 
25 percent of the local wing chord in length. Decreases in pylon thick- 
ness, particularly from 30 to 20 percent of the pylon chord, also 
resulted in large reductions in drag, especially at the higher Mach num- 
bers. It appeared, in general, however, that the most effective means 
of obtaining minimum drag for the store installation was to position the 
store in extreme forward or rearward chordwise locations by mounting the 
store on swept pylons. 
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INTRODUCTION 


The use of external stores on high-speed airplanes has been fre- 
quently accompanied by severe losses in performance and stability and 
control because of the adverse interference effects produced by the 
store installation. These adverse interference effects are largely 
dependent on the magnitudes and locations of the peak negative pressures 
of the component parts of the external- store installation in combination 
with the peak negative pressures of the wing. It is apparent that the 
changes in the peak- negative-pressure characteristics of the store com- 
ponents can be affected by such store geometric parameters as store 
fineness ratio, store shape, store chordwise position, pylon thickness, 
pylon length, and pylon sweep angle. 

Investigations have been made to determine the effects of several 
of these geometric parameters on the interference of external-store 
installations (references 1 to 5 ). The results have indicated the need 
for an investigation of systematized changes in installation geometry. 

The present paper presents the results of such an investigation by showing 
the effects of changes in some of the geometric parameters on which the 
interference depends. 

The investigation was made on an inboard underwing pylon- suspended 
external- store installation on a model with a h^° sweptback semi span 
wing over a Mach number range that generally extended from O.kl to O. 96 . 


COEFFICIENTS AND SYMBOLS 


The system of axes employed, together with an indication of the 
positive forces, moments, and angles, is presented in figure 1. The 
pitching-moment coefficients are referred to the 25 -percent- chord point 
on the mean aerodynamic chord. Pertinent coefficients and symbols used 
in this paper are defined as follows: 


Cm 

C D 

Cd s 

M D 


lift coefficient (Twice semispan lift/qS) 

pitching-moment coefficient (Twice semispan pitching moment/qSc) 
drag coefficient (Twice semispan drag/qS) 

theoretical drag coefficient of stores alone based on model 
wing area 

increment of drag coefficient due to external- store installation 


( ^model 


+ store installation 


— Ct 


model 
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lift, pounds 
drag, pounds 

pitching moment, foot-pounds 
free-stream Mach number 


c)Cr) \ 

= 0.1 
8 m J 


drag-break Mach number (free-stream Mach number at which 
oC-n \ \ 


free-stream velocity, feet per second 

distance between wing chord line and center line of store, feet 


dynamic pressure, pounds per square foot 



mass density of air, slugs per cubic foot 

twice wing area of semispan model, 0.125 square foot 

mean aerodynamic chord (M.A.C.) of wing, 0.l8l foot; based on 

rb/2 

relationship g J c 2 dy (using theoretical tip) 


local wing chord measured streamwise, feet 

pylon chord measured perpendicular to pylon quarter- chord line 
feet ' 


twice span of semispan model, 0.866 foot 
spanwise distance from plane of symmetry, feet 
Reynolds number (pVc/|j.) 

absolute viscosity, pound-seconds per square foot 

®^sl^ attack relative to wing chord line, degrees 

angle of pylon quarter-chord line sweep, degrees (positive 
sweepback) ’ 

external-store fineness ratio 


NACA KM L50L12 


4 

Zp/c pylon length, presented in percent of local wing chord 

t/cp pylon thickness, presented in percent of pylon chord 

x/c store chordwise position (positive, aft of wing leading edge), 

presented in percent of local wing chord 

Z length of "body, feet 

d maximum diameter of body, feet 

t maximum pylon thickness, feet 

x chordwise distance between nose of store and wing leading edge 

at spanwise location of store, feet 

Subscripts: 

f basic fuselage 

s store 

p pylon (when referred to pylon length it is minimum distance 

between wing lower surface and store upper surface) 


APPARATUS AND MODELS 


The investigation was conducted in the Langley high-speed 7- by 
10-foot tunnel using a semispan model mounted on a reflection-plane 
plate, located 3 inches from the tunnel wall in order to bypass the 
wall boundary layer (figs. 2 and 3). The semispan model was provided 
with an end plate that was attached to the fuselage at the plane of 
symmetry. To prevent fouling of the model, a clearance of approximately 

•• inch was maintained between the fuselage end plate and the reflection- 

plane plate. Forces and moments were measured by means of an electrical 
strain-gage balance system mounted outside the tunnel. The balance system 
was enclosed in a sealed container to minimize leakage of air from out- 
side the tunnel test section into the flow field of the model. 


Basic Model 

The basic semispan model consisted of a wing- fuselage combination. 
The wing was made of beryllium copper and had 45° of sweepback referred 
to the quarter- chord line, aspect ratio 4, taper ratio 0.6, and an 
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NACA 65 AOO 6 airfoil section parallel to the free stream. The fuselage, 
which was made of brass, was half a body of revolution of actual fine- 
ness ratio 10 (and basic fineness ratio 12 ), the ordinates of which are 
given in table I. A two-view drawing of the wing- fuselage combination 
is presented in figure 2 and photographs of the model in figure 3 - 


Stores 

The external stores were bodies of revolution of fineness ratios 4, 
6 , 8 , 10, and 12. The variations in store fineness ratio were made by 
changing the diameters of the stores while maintaining a constant store 
length. The store profiles corresponded to NACA 65A-series airfoil 
sections. The ordinates are given in table II. 

The fineness-ratio -6 store was modified to effect a change in shape 
of the rear portion of the store by reflexing the store center line so 
that the upper surface of the store followed closely the contour of the 
rear part of the wing lower surface and in plan form was fan- shaped. 

The ordinates of this store are presented in table III. 


Pylons 

The three variables of pylon geometry investigated were thickness, 
length, and sweep angle. All the pylons had NACA 64A- series airfoil 
sections perpendicular to the leading edges and were of 1 . 0 - and 1 . 5 -inch 
chord. The 1. 0- inch- chord pylons were used only in the store shape and 
store chordwise position phases of the investigation. 

The pylon thicknesses (in terms of pylon chord) were 10, 20, and 
30 percent. The pylon ordinates are given in table IV. 

The pylon lengths based on the minimum distance between the wing 
lower surface and the store upper surface in percent of the wing local 
chord were 9*45, l 8 . 9 > and 37 - 8 . 


C onf i gurat ions 

The external- store installation was an inboard underwing pylon- 
suspended type of installation. The installation was such that a single 
geometric parameter could be varied independently, except for the store 
chordwise position parameter wherein it was also necessary to sweep the 
supporting pylons. 

The store fineness ratios investigated were 4 to 12 at = 9.45 per- 
cent and 4 to 8 at = 37-8 percent. The fineness- ratio stores are 
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shown in figure 4 located on the test model and a photograph of the 
fineness- ratio -4 store on the model is given in figure 3(a). 


The store-shape phase of the investigation consisted of a fineness- 
ratio-6 body of revolution and the fantail- shaped body on a pylon of 


— =20 percent and 


» 

— = 9-45 percent, 
c 


shown in figure 5 installed on the model, 
graph of the model with the fantail store. 


The fantail- shaped store is 
In figure 3 (b) is a photo- 


The fineness- rati o-6 store was located at three chordwise positions 
such that the distance between the nose of the store and the wing leading 
edge based on the wing local chord was l 4 l .3 percent and 4 l.l percent 
ahead of the wing leading edge and 40.0 percent behind the wing leading 
edge. (See fig. 6.) A photograph of the model with the store in the 
most forward position is presented in figure 3(c). 

The fineness- rati o-6 store was utilized for the investigations of 
the three pylon variables; thickness, length, and sweep angle. The 
pylon thicknesses of 10, 20, and 30 percent were investigated at 
Z-p Z 

— = 9.45 percent and — = 37.8 percent. 

G C 

l v 

The three pylon lengths of 18.9, and- 37*8 percent were 

investigated at A = 0° for 10 and 20 percent thickness and at A = 45° 
for 10 percent thickness. Figure 7 shows the pylons and store installed 
on the model. 


The pylon sweep angles of 0 °, 30 °> and 45 ° were investigated at 
z n t 

— = 18.9 percent for two thicknesses, — =10 percent and 20 per- 
c c p 

cent. The pylons were swept about the intersection of the pylon quarter- 
chord line and the wing lower surface. The external store remained in 
the same vertical and chordwise location for each group of pylon sweep 
angles. Figure 8 shows the installation of the external store and swept 
pylons on the model. 

The pylons and stores were checked for installation accuracy and 
found to be alined within ±0.5° of the plane of symmetry of the model 
(vertical plane) and within ±0.2° of the wing chord line (horizontal 
plane ) . 
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TESTS AND RESULTS 


Lift, pitching moment, and drag measurements were obtained through 

1 st . _ . -i i rsKJ 4 - r\ TO r T n P* 


an angle- of-attack range that usually extended from -2° to 10 

° I J J n Jl 1 n Qh 


The 

an ansxe-ujL-tiu ± cll ±&^ ~~~ — * — j . _ _ , , 

test Mach number range generally extended from 0.4l to O. 96 . The es 
Reynolds numbers over this Mach number range are presented in figure 9 . 


The figures showing the results of the investigation are tabulated 
as follows: 





Summary 

figures 


Model parameter 

Basic 

data 

figures 

C D 

against 

M 

ACj) 

against 

M 

m b 

l 

\8 c l / 

© 
against M 

Basic model 

Store fineness ratio 

Store shape 

Store chordwise position 
Pylon thickness 
Pylon length 
Pylon sweep angle 

10 

11 

12 

13 

14 

15 

16 

17 

19 

24 

27 

32 

37 

42 

20 

25 

28 

33 

38 

43 

21 

29 

34 

39 

44 

22 

30 

35 

4o 

45 

18 

23 

26 

31 

36 

4l 

46 


It should be noted that summary figures of drag-break Mach numbers 
and maximum lift-drag ratios were not presented for the external- store- 
shape phase of the investigation because the fantail- shaped store did 
not readily lend itself to any common basis for systematic geometric 
comparison; however, point values of Mg are presented in figure 2 . 

The slopes of the pitching-moment coefficient (dC^dCL) and of the 

lift coefficient (dC L /da) were generally measured through a lift-coefficient 
range of 0 to 0.4. The rate of change in pitching-moment coefficient with 
lift coefficient at a constant Mach number (dCm/dCg) is a measure of the 
aerodynamic- center location relative to the quarter-chord point of the 
mean aerodynamic chord. 

Corrections have been applied to the lift and drag coefficients 
presented herein to account for the effects of the residual air- flow 
leakage from within the reflection-plane-plate support into the flov. 
field of the model. The pitching-moment coefficients were found to be 
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virtually unaffected by this induced air flow into the flow field of the 
model. The corrections were determined from tests of a wiper-type sponge 
seal which was located between the model support and the reflection-plane 
plate. It was impractical to test with the sponge seal in all the time 
because the seal required adjustment for each angle of attack. 

No corrections have been made in these data to account for the fuselage 
end-plate tares. Drag coefficients presented include the drag due to the 
fuselage base pressure. Jet-boundary and tunnel blocking corrections were 
considered negligible because the model was very small in size compared to 
the tunnel. 


DISCUSSION 
Basic Model 


The basic wing- fuselage data are presented (figs. 10, 17, and 18) 
for comparison with the results obtained on the model with the external- 
store installation. Discussion of the basic-model results is presented 
in the following sections and is limited to a presentation of the points 
necessary for analysis of the effects of changes in the geometry of the 
external- store installation. 


External-Store Fineness Ratio 

Drag characteristics .- An illustration of the effects of changes in 
store fineness ratio is shown in figures 20(a) and 20(b) where increases 
in store fineness ratio are seen to produce substantial reductions in 
the drag coefficients of the installation. With the short pylon, inter- 
ference effects appear to produce excessive installation drag coefficients 
for external stores of fineness ratios less than 6. The data also indicate 
that only small reductions in the installation drag coefficient can be 
expected with store fineness ratios above 12. With the long pylon (which 
effectively locates the pressure field of the store at a greater distance 
from the pressure field of the wing) large reductions in the installation 
drag coefficients result for the range of store fineness ratios for which 
interference appeared to produce excessive drag coefficients, particularly 
at an angle of attack. 

In order to evaluate the installation drag coefficient per unit of 
external-store capacity, figure 20(c) was prepared. The model was assumed 
to be 1/45 scale for calculations of the volumetric capacities of the 
stores. The results show that the stores with fineness ratios between 6 
and 10 produced the minimum drag per unit volume and that a fineness ratio 
of about 8 was the optimum. In general, the reductions in at the 
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lower fineness ratios, using the long pylon, resulted in shifting the 
point of minimum drag coefficient per unit volume to lower fineness 
ratios. It appears that for Mach numbers below the drag break a lower 
drag coefficient per unit volume was obtained with a fineness-ratio-4 
store on the long pylon than with the optimum fineness-ratio store of 8 
on the short pylon. 

In order to provide a quantitative indication of the importance of 
interference, the increments in drag coefficient due to the external- 
store installation have been compared to the calculated drag coefficients 
of the isolated body (shown in fig. 20(b)), and the results plotted as a 
function of store fineness ratio are presented in figure 20(d) for a 
representative Mach number of 0.8. The theoretical body alone drag coef- 
ficients were calculated by the method of reference 6 utilizing the theo- 
retical velocity distributions over the surfaces of the bodies calculated 
by means of reference 7» The calculations were based on an assumed 
transition-point location of 25 percent of the store length for all fine- 
ness ratios. It is seen, figure 20(d), that the installation drag coef- 
ficient at a fineness ratio of 4 with the short pylon is from 4 to 6 times 
greater than the drag coefficient of the isolated body over a lift- 
coefficient range of 0 and 0.3; whereas at a fineness ratio of 12 it is 
only 50 percent greater than the drag of the isolated body. 

The reduction in interference produced by lengthening the pylon is 
shown to affect a reduction in installation drag coefficient, that is, 
from 1 to 2 times the drag of the isolated body at fineness ratio 4. It 
is to be noted however, that with the longer pylon the fineness- ratio-8 
store (highest fineness- ratio store investigated on the long pylon) 
produced higher installation drag coefficients at zero lift coefficient 
than with the short pylon. The lower installation drag coefficients 
with the short pylon at zero lift coefficient and store fineness ratios 
greater than 5 are particularly evident in figure 20 (d). 

Drag-break Mach number .- The variations of drag-break Mach number Mg, 
with store fineness ratio, (fig. 21), show that large reductions in Mg 
accompany excessive installation drag coefficients resulting largely from 
the serious interference effects of the low fineness-ratio stores. A 
progressive increase in Mg resulted from increases in store fineness 

ratio. At the highest store fineness ratio investigated the drag-break 
Mach number and, consequently, the expected buffet Mach number (refer- 
ence l) of the wing- fuselage external- store installation was only 0.01 
to 0.03 less than Mg of the basic wing- fuselage combination (fig. 17) 
over the lift- coefficient range from 0 to 0.3. 

It would seem evident that the best store installation will depend 
somewhat on the tactical mission of the aircraft. For example, an external- 
store installation employing a high- fineness-ratio external store and short 
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pylon (which gives low installation drag coefficients at low lift coef- 
ficients and comparatively high drag-break Mach numbers) is of interest 
for airplanes designed for high-speed operations. However, an external 
store of low fineness ratio (to provide large tank capacity) on a long 
pylon, which gives low installation drag coefficients per unit volume 
at lower speeds but which has comparatively low drag-break Mach numbers, 
would be of interest for long-range aircraft having lower speed requirements. 

Maximum lift-drag ratios .- The maximum lift-drag ratios (fig. 22) of 
the model with the external- store installation employing a short pylon 
increase with increasing store fineness ratio, particularly for store 
fineness ratios of 4 and 6. The (L/D) max of the fineness-ratio-4 store 

on the short pylon was from 48 percent at low Mach numbers to 32 percent 
at high Mach numbers of the (L/D)^^ for the fineness- ratio-12 store. 

In the low Mach number range the highest maximum lift-drag ratios, which 
were obtained with a fineness-ratio-12 store, compare favorably with the 
(L/D^y of the basic model. (See fig. 22(a).) With the long pylon 

the (L/D) max values (fig. 22(b)) were generally higher throughout the 

external-store fineness- ratio range investigated. These results also 
show that the maximum lift-drag ratios for the model with all fineness- 
ratio external-store configurations whether on the short or long pylon 
were always reduced by increasing Mach number in contrast to the basic 
model on which the maximum lift-drag ratios were virtually unaffected 
by changes in Mach number. 

Aerodynamic- center location .- Comparison of the curves 

for the model with the external- store fineness- ratio installation (fig. 23) 
with the Q$C m /'dCj^ curve for the basic model (fig. 18 ) shows that the 

external- store installation produced a forward or destabilizing change 
in the aerodynamic- center location. Below the drag-break Mach number, 
the maximum forward shift was obtained with the fineness-ratio-4 store 
and was of the order of 8 to 9 percent of the mean aerodynamic chord. 

The minimum change was obtained with the fineness-ratio-12 store and was 
about 4 percent of the mean aerodynamic chord. 


Lift-curve slope .- The lift-curve slopes of the model with the 
external-store installation (fig. 23) compared favorably with the lift- 
curve slope of the basic model (fig. 18 ) except in the case of the 


fineness -rati o-4 store at 

store on the short pylon, 
that of the basic model. 


-E. - 9.45 percent. With the fineness- ratio- 4 
the lift-curve slope was slightly less than 
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External-Store Shape 

Drag characteristics .- The effect of the modification (fantail- 
shaped store) to the fineness- ratio- 6 body of revolution on the drag 
coefficients of the external-store installation is shown in figures 24 
and 25(a). At low Mach numbers the modified fineness-ratio-6 store pro- 
duced higher installation drag coefficients than the basic fineness- 
ratio-6 body. However, with increasing Mach number the installation 
drag coefficient of the fantail store approached values approximately 
equal to those of the basic body of revolution. It should be noted that 
the modification produced a store of greater volume than the basic 
fineness-ratio-6 body of revolution. A comparison of the installation 
drag coefficients on the basis of volumetric capacities is presented in 
figure 25(b). It can be seen that the installation drag coefficients 
per unit volume of the fantail- shaped store was substantially lower than 
that of the body of revolution at the higher Mach numbers. At a Mach 
number of 0.90 the reduction was of the order of 22 percent of the drag 
coefficient per unit volume of external- store capacity of the basic 
fineness- ratio- 6 body installation. 

Drag-break Mach number. - The modified store shape also showed an 
increase in the drag-break Mach number (fig. 24) compared to the fineness- 
ratio-6 body of revolution (about 0.015 to 0.03 throughout the lift- 
coefficient range investigated) . Similar results have been obtained on 
such a store installation on a model with an unswept wing (reference 2). 

Aerodynamic- center location .- The modification gave an ae-rodyn aml e- 
center shift of about 3 to 4 percent rearward of that of the basic 
fineness-ratio-6 installation (fig. 26) and resulted in an aerodynamic- 
center location of only 1.5 percent ahead of that of the basic wing- 
fuselage combination (fig. 18). The fantail- shaped store caused less 
change in aerodynamic- center location than any store installation 
investigated. 

Lift-curve slope .- Below the drag-break: Mach number the modified 
body showed an increase in lift-curve slope over that of the basic wing- 
fuelage combination (figs. l8 and 26), whereas the basic fineness-ratio-6 
store produced a slight decrease. 


Store Chordwise Position 

Drag characteristics .- The effects of external- store chordwise 
location on the drag characteristics of the external-store installation 
with the fineness-ratio-6 body of revolution is presented in figures 27 
and 28 . The results presented in this section include, in addition to 
the effects of store chordwise position, the effects of pylon sweep 
because it was necessary for structural reasons to sweep the pylon 
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suspension member to achieve the extreme forward and aft positions of 
the external store. An examination of these data reveals that extreme 
chordwise positions of the external store gave substantially lower 
installation drag coefficients throughout the Mach number range 
investigated than the store located so that the peak negative pressure 
of the external store was near the peak negative pressure of the wing 

= -4l.l percent^. At the higher Mach numbers where adverse inter- 
ference effects are more pronounced, the forward- and rearward-located 
stores produced installation drag coefficients of about 25 to 50 percent 
of the drag coefficients of the midpositioned store installation. Of 
the two extreme chordwise store positions, the rear position gave the 
lowest installation drag coefficients. It is interesting to note that 
in this position the drag coefficients of the external-store installation 
(fig. 28 ) were equal to or less than the calculated drag coefficient of 
the isolated body of revolution (fig. 20(b)) up to a Mach number of 0.8 
It then appears that particularly favorable interference effects exist 
for this chordwise location of the external store. It is also apparent 
that, of all the external- store geometric parameters investigated, extreme 
chordwise location of the stores was the most effective means of reducing 
the store-installation drag. A previous investigation of extreme chordwise- 
positioned external stores shows similar results for a model with an 
unswept wing (reference 2). 

Drag-break Mach number .- The results presented in figure 29 show 
that external-store chordwise location had an appreciable effect on the 
drag-break Mach numbers of the model with the external-store installation. 

An increase in Mg is shown to accompany either a forward or rearward 
movement of the store from the middle chordwise position. The increase 
in drag-break Mach number is from 0.06 to 0.09 over the lift-coefficient 
range from 0 to 0.3- The forward and aft chordwise-located stores 
reduced Mg about 0.05 to 0*06 compared with the basic model. 

Maximum lift-drag ratios .- The variations of the maximum lift-drag 
ratios of the model with the external store in the several chordwise 
positions are presented in figure 30* These results show that increases 
in (L/D) max accompany either forward or rearward movement of the external 

store from the middle position. It also appears that increases in Mach 
number effect reductions in the maximum lift-drag ratios for any chord- 
wise position of the store, -whereas the basic model (L/D) max was 
practically constant for all test Mach numbers. 

Aerodynamic- center location .- Comparison of the (SCjn/dCg) curves of 

the model with several chordwise locations of the external store (fig. 31 ) 
with the (dCjj/dCg) curve of the basic model (fig. 18 ) indicates that the 

minimum forward movement of the aerodynamic center was incurred with the 
extreme aft-located store and was about 2 percent of the mean aerodynamic 
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chord. The maximum forward movement of the aerodynamic center was 
obtained with the extreme forward position of the store. In this position, 
the aerodynamic center was about 8 percent of the mean aerodynamic chord 
ahead of the aerodynamic- center location of the basic model. 

It should be noted that no attempt has been made in these data to 
consider changes in the center- of- gravity location that may be expected 
from such extreme chordwise positions of the external store. 

Lift-curve slope .- Below the drag-break Mach number, only small 
variations in lift-curve slope were apparent due to changes in the store 
chordwise position (fig. 31 ) > and these values of the model with the 
external- store installation compared favorably with the lift-curve slope 
of the basic model (fig. 18 ). 


Pylon Thickness 

Drag characteristics .- As may have been expected, decreasing the 
pylon thickness for both pylon lengths (figs. 32 and 33) resulted in 
noticeable reductions in the installation drag coefficients. The largest 
reductions were obtained between pylon thicknesses of 30 and 20 percent. 
It appeared that, in general, reductions in pylon thickness below 10 per- 
cent may be expected to result in only small further reductions in the 
installation drag coefficients. It is also important to note that, under 
the conditions where interference effects resulted in high installation 
drag coefficients with the short pylon (at the greater pylon thicknesses 
and higher Mach numbers), increasing the pylon length produced even 
higher installation drag coefficients. 

Drag-break Mach number .- The variations of drag-break Mach number 
with pylon thickness for the installation with the short and the long 
pylons are presented in figure 34. These data show that an increase 
in drag-break Mach number accompanies a reduction in pylon thickness 
and that the increases with the short pylon are small compared to 
those for the installation utilizing the long pylon. It may also be 
observed that the highest drag-break Mach number, obtained with the 
10-percent-thick pylon, was given by the installation with the short 
pylon. 

Maximum lift- drag ratios .- The variations with pylon thickness 
of the maximum lift-drag ratios for the model with the external- store 
installation, presented in figure 35* show that the maximum lift-drag 
ratios are increased with reductions in pylon thickness and that the 
largest increases occur for the installation with the long pylon. 

Aerodynamic- center location .- A study of figure 36 shows that 
the variations in pylon thickness generally produced destabilizing 
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shifts in the aerodynamic- center locations of about 2 to 3 percent of the 
mean aerodynamic chord. The changes in aerodynamic-center location were 
about 5 to 8 percent of the mean aerodynamic chord compared to the mean- 
aerodynamic- center location of the basic model (fig. l8). The thinnest 
short pylon gave the minimum destabilizing shift which amounted to about 
5 to 6 percent of the mean aerodynamic chord ahead of the aerodynamic- 
center location of the basic model. 

Lift-curve slope .- The variations in lift-curve slopes of the model 
due to changes in pylon thickness, presented in figure 36 , show that the 
external-store installation with the lowest pylon thickness gave a 
lift-curve slope that compared favorably with that of the basic model 
(fig. 18). It is also shown that increases in pylon thickness generally 
produced decreases in lift-curve slope. The largest reductions in lift- 
curve slope due to increasing the pylon thickness were observed for the 
longer pylon installation and thickest pylon. 


Pylon Length 

Drag characteristics .- The effects of changes in pylon length on 
the drag coefficients of the external- store installation are shown in 
figures 37 and 38 * It appears that, with pylons of 10-percent thickness 
sind 0 sweep angle, a pylon length of about 25 percent of the local wing 
chord gave the lowest installation drag coefficients. It should be 
observed that at zero lift coefficient and 0.50 Mach number the installa- 
l v 

tion drag coefficient at about -I- = 25 percent (fig. 38 (b)) was approxi- 
mately equal to the theoretical drag coefficient of the body alone 
(fig. 20(b)). It is also apparent that pylon lengths below this optimum 
introduce detrimental interference effects due to the proximity of the 
peak negative pressure of the external store to the peak negative pressure 
of the wing. On the other hand, lengths beyond this optimum (from con- 
sideration of the additional pylon, wetted area) appear to produce pylon 
drag in excess of any reductions in the interference drag of the 
installation. 

Increasing the thickness of the pylons to 20 percent resulted in general 
increases in installation drag coefficients throughout the range of pylon 
lengths investigated. The results indicate that at a Mach number of 0.50 
the optimum pylon length was also about 25 percent of the local wing chord 
(fig. 38 ( ) ) , but as the Mach number was increased the minimum installation 
drag coefficients were obtained with pylons less than 25 percent length. 

Comparison of the results obtained on a 45° swept pylon of varying 
lengths (figs. 37(c) and 38 ) with the results obtained on the unswept 
pylon of varying lengths (figs. 37 (a) and 38 ) illustrates the reductions 
in installation drag coefficients that occur with pylon sweep at the 
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longer pylon lengths. However, these results are believed to be of 
limited design interest because the additional weight and critical aero- 
elastic properties of such a pylon configuration would not suggest pref- 
erence over a short unswept pylon configuration with equally low installa- 
tion drag coefficients. 

Drag-break Mach number .- The effects of changes in pylon length on 
the drag-break Mach number of the model with the external- store installa- 
tion, presented in figure 39> show that lengthening the pylon on the two 
10-percent-thick configurations appears to cause only minor changes in 
the drag-break Mach number, although the values of M-g with the 45° swept 
pylon were generally higher than those obtained on the unswept pylon. 
However, the drag-break Mach numbers were noticeably decreased with 
increased pylon length for the 20-percent- thick group of pylon lengths 
(fig. 39(b)), about 0.06 in the range of lengths investigated. It may 
also be observed (fig. 39) that the effect of lift on the drag-break 
Mach numbers appeared to be reasonably constant with variations in pylon 
length regardless of pylon thickness or pylon sweep angle. 

Maximum lift-drag ratios .- Changes in pylon length appeared to have 
negligible effects on the maximum lift-drag ratios, (fig. 40), for all 
three groups of pylon lengths investigated. However, as previously 
indicated in the discussion of pylon thickness, the maximum lift- 
drag ratios were substantially reduced by increasing the pylon thickness 
from 10 to 20 percent. 


the pylon lengths investigated (fig. 4l) shows that variations in pylon 
length had negligible effect on the aerodynamic- center location. All 
pylon lengths investigated produced large destabilizing shifts in the 
aerodynamic- center locations (fig. 4l) which were about 7 to 8 percent 
of the mean aerodynamic chord, compared to the basic model (fig. 18 ). 

Lift-curve slope .- In general, the lift-curve slopes for all pylon 
lengths investigated (fig. 4l) compared favorably with that of the basic 
model (fig. 18 ), and were not greatly affected by changes in pylon length. 


Drag characteristics .- The results obtained with a 10-percent-thick 


pylon did not produce any substantial changes in the external- store 
installation drag coefficients. Increasing the pylon thickness to 20 per- 
cent gave approximately the same trends of installation drag coefficients 
(figs. 42(b) and 43) as the 10-percent- thick pylon except that the values 


Aerodynamic-center location .- A study 



Pylon Sweep Angle 



16 


NACA RM L50L12 


of drag were generally higher for the 20-percent- thick pylons. In con- 
sideration of the effects of pylon length previously discussed, it appears 
that the pylon length used for this investigation of pylon sweep angle 
was lower than that for which pylon sweep effects reductions in the 
installation drag coefficients. It should he noted that the streamwise 
chord of the pylon was lengthened with sweep angle. 

Drag-break Mach number .- The drag-break Mach numbers with the 
10-percent-thick pylon (fig. 44(a)) were virtually unaffected by pylon 
sweep; however, with the thick pylon the drag-break Mach numbers 
(fig. 44(b)) were increased about 0.015 by sweeping the pylon from 0° 
to 45°. 

Maximum lift-drag ratios .- The maximum lift-drag ratios (fig. 45) 
were practically constant with pylon sweep angle for both pylon thick- 
nesses investigated. 

Aerodynamic-center location .- A study of figure 46 shows that the 
aerodynamic- center location was varied about 2 percent by sweeping the 
pylon and, compared with that of the basic model (fig. 18), was generally 
shifted forward about 5 to 7 percent of the mean aerodynamic chord. 

Lift- curve slope .- The lift-curve slopes were virtually unaffected 
by sweeping the pylons (fig. 46) and were generally slightly lower than 
that of the basic wing- fuselage combination (fig. 18). 


Pylon Chord Length 

Insufficient data were obtained to make a complete analysis of the 
effects of pylon chord length and, for this reason, figures devoted to 
the comparison of pylon chord lengths were not included. However, results 
of the effects of two pylon chord lengths (l.O and 1.5 inches) with the 
fineness-ratio-6 body of revolution (figs. 25(a) and 38(a)) show that 
slightly lower installation drag coefficients were obtained with the 

1.0- inch- chord pylon at -E- = 9*45 percent. At a longer length, 
l c 

= 18.9 percent, (figs. 28(a) and 38(b)) the difference was negligible 
in installation drag coefficients. Higher drag-break Mach numbers (figs. 24 
and 39(t>)) were also obtained with the shorter pylon chord at = 9*45 per- 
cent. The drag-break numbers (figs. 29 and 39(4>)) were identical for both 

z n 

chord lengths at = 18.9 percent. 

An examination of in figures 26 and 4l(b) indicates that 

for -^ = 9*45 percert the ratio of pylon chord to the local wing chord 
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was an important factor in the stability contribution of underwing pylon- 
suspended external-store installations. It may be observed that the 
aerodynamic- center location generally was moved about 2.0 to 4.5 percent 
of the mean aerodynamic chord farther forward with the 1. 5-inch- chord 

pylon. With the longer pylons, = 18.9 percent, the (dCm/dCj^ values 

in figures 31 and 4l(b) indicated little change in the aerodynamic-center 
location for the two pylon chord lengths. 

Z 

A study of figures 26 and 4l(b) for -£• = 9« 45 percent and figures 31 
~L ^ 

and 4l(b) for = 18.9 percent indicates that there is little change in 
lift-curve slope with changes in pylon chord length. 


CONCLUSIONS 


The following conclusions are based on a wind-tunnel investigation 
of the effects of changes in geometry of an underwing pylon- suspended 
external-store installation on the aerodynamic characteristics of a 
semispan wing- fuselage model with a ^5° sweptback wing: 

1. Variations in external-store fineness ratio from 4 to 12, when 
the store length was held constant, indicated that aerodynamic inter- 
ference resulted in excessive installation drag coefficients and low 
drag-break Mach numbers for fineness ratios less than 6 and that a store 
of fineness ratio of 8 on the shorter of the two pylons used for this 
investigation produced the minimum installation drag coefficients per 
unit of external- store volume. 

2. Modifying the rear portion of a body of revolution by reflexing 
the store center line toward the wing lower surface and flattening the 
rear portion in plan form resulted in less drag per unit of store volume 
and higher drag-break Mach numbers than the original body of revolution. 
This modification also produced the least change in the aerodynamic-center 
location. 

3. The most effective means of minimizing the adverse effects of 
interference to obtain low installation drag coefficients was to position 
the store in extreme forward or rearward chordwise location by means of 
swept pylons. 

Reductions in pylon thickness ratio from 30 to 20 percent of the 
pylon chord gave large reductions in installation drag coefficients and 
higher drag-break Mach numbers. Less significant changes in these charac- 
teristics were obtained with pylon thickness ratios below 20 percent of 
the pylon chord. 
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5. Variations In pylon length from 9. 45 to 37.8 percent of the local 
wing chord showed that for the particular chordwise location investigated, 
the minimum installation drag coefficients were obtained with a pylon 
that was about 25 percent of the local wing chord in length. 

6. For a given chordwise location of the store, variations in pylon 
sweep angle from 0° to 45° showed that sweep was effective in reducing 
the installation drag coefficients only at the longest pylon length 
investigated (about 38 percent of the local wing chord). 


Langley Aeronautical Laboratory 

National Advisory Committee for Aeronautics 
Langley Field, Va. 
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TABLE I.- FUSELAGE ORDINATES 

[Basic fineness ratio 12; actual fineness 
ratio 10 achieved by cutting off rear 
one-sixth of body; "c/4 located at If/ 2] 



Ordinates, percent length 

Station 

Radius 

Station 

Radius 

0 

0 

45.0 

4.143 

.5 

.231 

50.0 

4.167 

• 75 

.298 

55-0 

4.130 

1.25 

.428 

60.0 

4.024 

2.5 

.722 

65.O 

3.842 

5.0 

1.205 

70.0 

3.562 

7.5 

1.613 

75.0 

3.128 

10.0 

1.971 

80.0 

2.526 

15.0 

2.593 

83.33 

2.083 

20.0 

3.090 

85.O 

1.852 

25.0 

3-465 

90.0 

1.125 

30.0 

3.741 

95.0 

.439 

35.0 

3.933 

100.0 

0 

4o.o 

4.063 



L.E. radius = 0.05 


TABLE II.- ORDINATES, IN PERCENT LENGTH, FOR FIVE NACA 65A-SERIES BODIES OF REVOLUTION USED AS EXTERNAL STORES 

jja = 5.0 in.] 



l -i = " 

t - 6 

= 8 
d 

Li- = 10 

d 

if = 12 

d 






Station 

Radius 

Radius 

Radius 

Radius 

Radius 

0 

0 

0 

0 

0 

0 

.5 

1.92 

1.28 

.96 

.76 

.64 

.75 

2.32 

1.54 

1.16 

.92 

.78 

1.25 

2.96 

1.98 

1.48 

1.18 

• 98 

2.5 

06 

2.70 

2.02 

1.62 

1.36 

5.0 

5.46 

3.64 

2.72 

2.18 

1.82 

7.5 

6.62 

4.42 

3.32 

2.66 

2.22 

10.0 

7.60 

5.06 

3.80 

3.04 

2.54 

15.0 

9.14 

6.10 

4.58 

3.66 

3.06 

20.0 

10.32 

6.88 

5.16 

4.12 

3.44 

25.0 

11.20 

7.48 

5.60 

4.48 

3.74 

30.0 

11.86 

7.90 

5.92 

4.74 

3.96 

35.0 

12.28 

8.18 

6.14 

4.92 

4.10 

ko.o 

12.48 

8.32 

6.24 

5.00 

4.16 

kj.O 

12.46 

8.30 

6.22 

4.98 

4.16 

50.0 

12.16 

8.10 

6.08 

4.86 

4.06 

55.0 

11.58 

7.72 

5.80 

4.64 

3.86 

60.0 

10.76 

7.18 

5.38 

4.30 

3.60 

65.0 

9.74 

6.50 

4.88 

3.90 

3.26 

70.0 

8.58 

5.72 

4.30 

3.44 

2.86 

75.0 

7.28 

4.86 

3.64 

2.92 

2.42 

80.0 

5.88 

3.92 

2.94 

2.36 

1.96 

85.0 

4.42 

2.96 

2.22 

1.78 

1.48 

90.0 

2.98 

1.98 

1.48 

1.18 

1.00 

95.0 

1.52 

1.00 

.76 

.60 

.50 

100.0 

.06 

.04 

.02 

.02 

.02 

L.E. rad. 

1.60 

1.06 

.80 

.64 

.54 

T.E. rad. 

.06 

.04 

.02 

.02 

.02 
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TAHLE III.- ORDINATES, IN PERCENT LENGTH, FOR FANTAIL-SHAPED BODY 

|T B = 5.0 In.] 


Upper radii 



Station 
reference— > 

LRCL 

VRL 

URCL 

VRL 

Upper 

ordinate 

VRL 

Lower 

ordinate 

VRL 

LRCL 

HRL 

URCL 

HRL 

Ordinate 

HRL 

0 

0 

0 

0 

0 

0 

0 

0 

.5 

0 

0 

1.28 

-1.28 

0 

0 

±1.28 

.75 

0 

0 

1.50 

-1.50 

0 

0 

±1.50 

1.25 

0 

0 

1.96 

-1.96 

0 

0 

±1.96 

2.5 

0 

0 

2.70 

-2.70 

0 

0 

±2.70 

5.0 

0 

0 

3.64 

-3.64 

0 

0 

±3.64 

7.5 

0 

0 

4.42 

-4.42 

0 

0 

±4.42 

10.0 

0 

0 

5.01 

-5.01 

0 

0 

±5.01 

15.0 

0 

0 

6.10 

-6.10 

0 

0 

±6.10 

20.0 

0 

0 

6.87 

-6.87 

0 

0 

±6.87 

25.0 

0 

0 

7.49 

-7.46 

0 

0 

±7*48 

30.0 

0 

0 

7.90 

-7.90 

0 

0 

±7.90 

35.0 

0 

0 

8.18 

-8.18 

0 

0 

±8. 16 

40.0 

0 

0 

8.34 

-8.34 

0 

0 

±8.34 

45.0 

0 

0 

8.30 

-8.30 

0 

0 

±8.34 

47.5 

.01 

3.H 

8.41 

-8.19 

±.20 

±3.00 

±8.34 

50.0 

.02 

4.62 

8.62 

-8.09 

±.30 

±4.50 

±8.34 

52.5 

.50 

6.00 

9.04 

-7.30 

±.50 

±5.20 

±8.34 

55-0 

.76 

6.66 

9.26 

-6.96 

±.70 

±5.60 

±8.34 

60.0 

1.50 

7.40 

9.70 

-5.68 

±1.20 

±5.60 

±8.34 

65.0 

2.60 

8.00 

10.20 

-3.90 

±1.80 

±5.80 

±8.34 

70.0 

3.30 

8.20 

10.20 

-2.41 

±2.50 

±6.00 

±8.34 

75.0 

4.30 

8.70 

10.20 

-.55 

±3.20 

±6.40 

±8.34 

80.0 

5.20 

8.95 

10.20 

1.28 

±4.20 

±6.70 

±8.34 

85.O 

6.20 

9.20 

10.20 

3.24 

±5.20 

±7.00 

±8.34 

90.0 

7.10 

9.30 

10.10 

5.14 

±6.10 

±7.50 

±8.34 

95.0 

8.30 

9.50 

10.00 

7.30 

±7.20 

±7.80 

±8.34 

100.0 
L.E. rad. 

9.30 

.04 

9.30 

9.30 

9.30 

±8.30 

±8.30 

±8.34 
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TABLE IV.- ORDINATES, IN PERCENT CHORD, FOR NACA 64A- SERIES AIRFOIL SECTIONS 

USED AS PYLONS 



Station 

Ordinate 

Ordinate 

Ordinate 

0 

0 

0 

0 

.5 

±.8l 

±1.61 

±2.41 

• 75 

±•97 

±1.94 

±2.91 

1.25 

±1.22 

±2.45 

±3.67 

2.5 

±1.69 

±3.37 

±5.07 

5.0 

±2.33 

±4.65 

±6.98 

7.5 

±2.81 

±5.61 

±8.41 

10.0 

±3.20 

+6.4o 

±9.60 

15.0 

±3.81 

±7. 62 

±11.44 

20.0 

±4.27 

+8.55 

±12.81 

25.0 

±4.61 

±9.21 

±13.83 

30.0 

+4.84 

±9.67 

±14.51 

35.0 

±4.97 

+9-93 

±14.91 

40.0 

+4.99 

±9.99 

±15.32 

45.0 

+4.89 

±9.79 

±14.68 

50.0 

*4.69 

±9-37 

±14.05 

55.0 

+4.39 

±8.77 

±13.17 

6o.o 

±4.02 

±8.04 

±12.06 

65.0 

±3.60 

±7.19 

±10. 79 

70.0 

±3.13 

±6.25 

±9.38 

75.0 

±2.62 

±5.25 

±7.87 

80.0 

±2.10 

±4.21 

±6.31 

85.0 

±1.58 

±3.17 

±4.75 

90.0 

±1.06 

±2.13 

13.19 

95-0 

±.54 

±1.08 

±1.62 

100.0 

±.02 

±.04 

±.06 

L.E. rad. 

.69 

1.37 

2.06 

T.E. rad. 

.02 

• 05 

.07 
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Figure 1.- System of axes. Positive values of forces, moments, and angles 

are indicated by the arrows. 
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Figure 2.- Two-view drawing of the basic semispan model with 45° sweptback 
wing, aspect ratio 4, taper ratio 0.6, and an NACA 65 AOO 6 airfoil 
section. 
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(a) Model with fineness-ratio-4 external 

t l v 

— =10 percent, — = 9.45 percent, 

C P C 


store mounted with a pylon of 
Cp = 1.5 inches, and A= 0°. 


Figure 3 .- Photographs of model and several typical external-store 

installations. 
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(Id) Model with fantail external store mounted with a pylon of 

= 20 percent, -E = 9*^5 percent, c- = 1.0 inch, and A = 0°. 


Figure 3*- Continued. 
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(c) Model with fineness- rati 0-6 external store mounted with a pylon of 

7T“ = 20 percent, — = 18.9 percent, c D = 1.0 inch, and a store 
c p c * 

chordwise position of ^ = -l4l.3 percent. 


Figure 3 .- Concluded. 
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O.S!7\ 

r — f 

1 

l 



L 3 



■ - - g 

l y*— — 



0 

Ek 


Scale , inches 


-Store £ 


l s/d 

a (inches) 

4 

0.9 II 

6 

0.702 

8 

0.599 

/O 

0.536 

12 

0.494 


Figure k.- Drawing of fineness-ratio external stores tested on model 
using a pylon of = 10 percent and = 9. 1+5 percent. 
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Figure 5.- Drawing of fantail external store tested on model using a 
pylon of -- = 20 percent and = 9.^5 percent. 
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Figure 6.- Drawing of three external-store chordwise positions tested 

on model using a fineness-ratio-6 store and a pylon of — = 20 percent 

l-n C p 

and -±- = 18.9 percent, 
c 
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(a) — = 10 percent, A = 0°. 

C P 


Figure 7.- Drawing of pylon lengths tested on model employing a fineness- 

ratio-6 external store. 
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(b) — = 10 percent, A = 45°. 

C P 


Figure 7.- Concluded. 
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Figure 8.- Drawing of pylon sweep angles tested on model employing a 

fineness-ratio- 6 external store and a pylon of — = 10 percent and 

l C P 

-32- = 18.9 percent, 
c 


Reynolds number , R x 10 



.4 .5 .6 7 .8 .9 1.0 

Mach number, M 

Figure 9*- Variation of Reynolds number with Mach number for the basic 
model in the Langley high-speed 7- Ly 10-foot tunnel. 
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Figure 10.- Aerodynamic characteristics of the basic model. 


NACA RM L50L12 


Angle of attack , oc t deg 



ls/d 


o 4 

* 6 



M 
^ .96 

v .94 

a .91 
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Lift coefficient t C L 



(a) -E = 9.^5 percent, 
c 

Figure 11.- Aerodynamic characteristics of the basic model with an 
external-store installation showing the effects of variations in 

external-store fineness ratio; — = 10 percent; c_. = 1.5 inches; 

C~ Jr' 
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Angle of attack , <r, deg 
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(a) Concluded. 
Figure 11.- Continued. 
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(t>) = 37-8 percent. 


Figure 11.- Concluded. 
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Angle of attack t oc t deg 
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<3- Fantail body 
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<3- Fantail body 




Figure 12.- Aerodynamic characteristics of the basic model with an 
external- store installation showing the effects of variations in 

external-store shape; = 6; ^- = 20 percent; -£• = 9-^5 percent; 

Cp = 1.0 inch; A = 0°. 
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Figure 13 .- Aerodynamic characteristics of: the basic model with an 
external- store installation showing the effects of variations of 

external- store chordwise positions; ^ = 6 , _L = 2 0 percent- 

l d c p ' 

= 18.9 percent; = 1.0 inch. 
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Figure 13.- Concluded. 



NACA RM L50L12 


Angle ol attack t ac, deg 


NACA RM L50L12 


^7 




(a) -“ = 9-^5 percent. 
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Figure 15 .- Continued. 
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Figure 16.- Aerodynamic characteristics of the basic model with an 
external- store installation showing the effects of variations in 

pylon sweep angle; — = 6; -£•* = 18.9 percent; c^ = 1.5 inches. 
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Figure 17- - Effect of Mach number on the drag characteristics 
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Figure 19 •- Effect of Mach number on the drag characteristics of 
model with an external- store installation showing the effects 

tions in external- store fineness ratio; — = 10 percent; c p = 
. C P 

A = 0°. 


the basic 
of varia- 

1.5 inches; 


NACA RM L50L12 


NACA RM L50L12 


57 


ls/fj 



Mach number , M 


Mach number t M 



9.^5 percent 


= 37.8 percent. 


(a) ACj) against M. 

Figure 20.- Effect of variations in external-store fineness ratio on the 
drag characteristics of the basic model; — = 10 percent- c =15 inches 
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Figure 21.- Effect of variations in external-store fineness ratio on the 

drag-break Mach numbers of the basic model; -i- = 10 percent; 

C P 

c p = 1.5 inches; a = 0°. 
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Figure 22.- Effect of variations in external- store fineness ratio on the 
maximum lift-drag ratios of the basic model; — = 10 percent; 

Cp 

Cp = 1.5 inches; A = 0°. 
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Figure 23.- Effect of Mach number on the aerodynamic -center location and 
lift-curve slope of the basic model with an external- store installation 
showing the effects of variations in external-store fineness ratio; 

^ - 10 percent; c p = 1.5 inches; A = 0°. 
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Figure 26 .- Effect of Mach number on the aerodynamic-center location and 
lift-curve slope of the basic model with an external-store installation 

showing the effects of variations in external-store shape; = 6 ; 

Z d 

— = 20 percent; = 9*^5 percent; c = 1.0 inch; A = 0°. 


*/c, percent 

- -4L / 

- - 141.3 

- 40.0 



Figure 27.- Effect of Mach number on the drag characteristics of the 
basic model vith an external- store installation showing the effects 

of variations in external-store chordwise position; = 6; 
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= 20 percent; 
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Figure 28.- Effect of variations in external-store chordwise position on 

the drag characteristics of the basic model; = 6; — = 20 percent; 
ip d c p 

— = I8.9 percent; Cp = 1.0 inch. 
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Figure 29-- Effect of variations in external-store chordwise position on 

the drag-break Mach numbers of the basic model; — = 6; — = 20 percent; 
l v d c p 

= 18.9 percent; c p = 1.0 inch. 
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Figure 30.- Effect of variations in external-store chordwise position on 
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the maximum lift-drag ratios of the basic model; -f- = 6; — = 20 percent: 
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Figure 31*- Effect of Mach number on the aerodynamic- center location and 
lift-curve slope of the basic model with an external- store installation 
showing the effects of variations in external- store chordwise position; 
Z s t Z -Q 

— = 6; — = 20 percent; — = l8.*9 percent; c^ = 1.0 inch. 
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Figure 32.- Effect of Mach number on the drag characteristics of the basic 
model with an external- store installation showing the effects of 

variations in pylon thickness; -^ = 6 ; c = 1.5 inches; A = 0 °. 
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Figure 33 .- Effect of variations in pylon thickness on the drag 

characteristics of the basic model; = 6; c p = 1.5 inches; A = o c 
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Figure 35*- Effect of variations in pylon thickness on the maximum lift- 
drag ratios of the basic model; = 6; Cp = 1.5 inches; A = 0°. 
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Figure 36 .- Effect of Mach number on the aerodynamic -center location and 
lift-curve slope of the basic model vith an external -store installation 
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showing the effects of variations in pylon thickness; — = 6; 
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Figure 38.- Effect of variations in pylon length on the drag characteristics 
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; = o; Cp = 1.5 inches. 
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Figure 4-0.- Effect of variations in pylon length on the maximum lift-drag ratios of the basic model} 
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Figure 42.- Effect of Mach number on the drag characteristics of the basic 
model with an external- store installation showing the effects of 

variations in pylon sweep angle; ^2. = 6; = 18.9 percent; Cp = 1.5 inches. 
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Figure 44.- Effect of variations in pylon sweep angle on the drag-break 

—■= 6; = 15.9 percent; c p = 1.5 inches. 
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Figure 45.- Effect of variations in pylon sweep angle on the maximum lift- 
drag ratios of the basic model; —■ = 6; — = 18.9 percent; c-n = 1.5 inches. 
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Figure ^6.- Effect of Mach number on the aerodynamic-center location and 
lift-curve slope of the basic model with an external- store installation 
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